The Summer Campaign against Russia, 1915
von Seeckt, formerly General von Lochow's Chief of Staff, was appointed his Chief of Staff. Thanks to his keen intellect and clear judgment this officer became one of the most prominent figures in the war.
Field-Marshal Prince Leopold of Bavaria took command of the gth Army, and well deserved this, the highest military rank. He readily put himself under Field-Marshal von Hindenburg, who was considerably junior to him in the service.
The Commander-in-Chief in the East received instructions to demonstrate on his front in order to pin down the enemy forces there.
II
The gth Army had been enjoying a spell of rest. Early in March they thought they could bring off some success north of the Pilica and made an attack there, in spite of great difficulties. But they were soon forced to desist.
In accordance with the instructions of G.H.Q. they were now to attack at Skierniewice. We had received a supply of gas and anticipated great tactical results from its use, as the Russians were not yet fully protected against gas. We also had reason to expect local successes from an attack by the loth Army east of Suwalki and instructions were issued accordingly.
The gas attack by the gth Army which took place on May 2nd was not a success. The wind was favourable, but the troops had not been properly instructed. The gas was emitted as intended, but the troops imagined that the enemy ought not to be able to move at all. As the latter were still firing in places and our own artillery did not co-operate as it should have done, the infantry did not attack. They assumed that the gas had had no effect. The gth Army were unlucky with gas. When they repeated the gas attack at the same place later, but not in connection with these operations, the wind veered round. We suffered severe losses by gassing. The troops were not fond of gas ; the installation took too long and both officers and men
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